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1. A book entitled Standard Surgical Instruments ( I Liao Ch’l Hsieh Kuel 

6829 A070 /0892 /2750/6016/5^00) , pjiblished in November 195^ by the Departm^t ^ ^ ^ 
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ment is applicable to more than one type of surgery, the instrument is listed 
imder the“ cafbgory in which it is most frequently used. The fractional number 
which appears next to the illustration of some of the instruments denotes the 
proportionate size of the illustration with relation to the actual^slze of the 
instrument. As an example, if the fractional size of the instruml^^fc^indi - 
cated as I-, this means that the illustration is one half of the size 
actual instrument. In cases where instruments have several sizes^ 
numbers are indicated. The specific names, usage, and size of a 
ment is listed on the bottom of the page on which the particular ins-f 
shown. The metric system is used as the unit of measurement for the instruments 
illustrated in this book. 



ISTATE lx IaRWV |x |nAVY |x |aIR jx |fBI | [aEC | | 11 11 



>ution indicotod by "X"; FWd distribution by 

(Not*: Wothlngton dUtri 


25X1 


INFORMATION REPORT INFORMATION REPORT 


Sanitized Copy Approved for Release 2010/02/12 : CIA-RDP80T00246A0349001 20001-1 





Sanitized Copy Approved for Release 2010/02/12 : CIA-RDP80T00246A0349001 20001-1 


C -0 -N -F -I -D -E -N -T- 1 -A-L 


25X1 


- 2 - 


3 . A supplement in the rear of the book contains the following catagories of 
information: 

a. Methods of general inspection of the quality of surgical instruments. 
Inspection of quality is done according to the size, strength and 
thickness, etc. of the material used in the instruments such as 
metal, rubber, fiber, sheep intestine, plastic, or wood products. 

b. General maintenance of surgical instruments. 

hr. Pages 236 through 2Ul contain an index to the various s\argical Instruments. 


Comment. The illustrations of the various itenvs of equipment reflects 25X1 

an up-to-date appreciation of modern surgical tools and their application. The 
listing by class and category of the instruments is according to accepted 
medical supply procedures used by Western countries. There is no indication 
of the prices or manufacturers brands or origin or type of quality of the 
materials and finish of the listed equipment. 
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